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HEALTH MEDICAL AND FAMILY WELFARE DEPARTMENT 

( D1 ) 


ANDHRA PRADESH ALLOPATHIC PRIVATE MEDICAL CARE ESTABLISHMENTS 

( REGISTRATION AND REGULATION ) ACT , 2002 ( AP ACT 13/2002 ) 
CONSTITUTION OF THE STATE LEVEL ADVISORY COMMITTEE . 


[ GO.Rt.No.268 , Health Medical and Family Welfare ( D1 ) , 28th May , 2021. ] 


NOTIFICATION 


In exercise of the powers conferred by sub - sections ( 1 ) and ( 2 ) of Section 5A 
of Andhra Pradesh Allopathic Private Medical Care Establishments ( Registration and 
Regulation ) Act , 2002 ( AP 13 of 2002 ) as amended in Andhra Pradesh Private 
Medical Care Establishments ( Registration and Regulation ) ( Amendment ) Act , 2006 
( AP Act No.14 of 2006 ) and the Andhra Pradesh Private Medical Care 
Establishments ( Registration and Regulation ) ( Second Amendment ) Act , 2006 ( Act 
No.37 of 2006 ) the Government of Andhra Pradesh hereby constitute State Level 
Advisory Committees with immediate effect with the following members : 


[ 1 ] 


2 
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STATE LEVEL ADVISORY COMMITTEE 


SI.No. 
1 


12 


13 


Name of the Official 

Designation 
Special Chief Secretary / Principal Secretary / 
Secretary to Government dealing with the Chairman Ex- Officio 
subject in Health , Medical & Family Welfare , 
Department 
A. Additional Secretary / Joint Secretary / Deputy Member 
Secretary to Government , Law Department 
B. Deputy Secretary to Government , Women 
Development Child Welfare and Disabled Member 
Welfare Department . 
C. Deputy Secretary ( SW ) to Government , 
Social Welfare Department 

Member 
D. Deputy Secretary ( TW ) to Government , 

Member 
Social Welfare Department 
Members ( 10 ) Nominated members . 
a . State Vice President ( Senior Most from 

Member 
Indian Medical Association ) 
b . State General Secretary from Indian Medical 

Member 
Association . 
c . State Vice President ( Senior Most ) Andhra 

Member 
Pradesh Nursing Home Association . 
d . State General Secretary , Andhra Pradesh 

Member 
Nursing Home Association . 
le . Eminent Doctor - President Indian 

Member 
Association , Physicians , Andhra Pradesh 
Jf . Eminent Doctor - President Indian 

Member 
Association Surgeons , Andhra Pradesh 
g . President / Secretary of District Consumer 

Member 
forum , Vijayawada . 
Jh . The President of the Consumer Awareness 

Member 
Research Centre , Andhra Pradesh ( Consumer 
Forum / Social Activist ) 
i . President of Mahila Dakshatha Samithi 

Member 
( Health Professional / Women Welfare ) 
j . President , Zilla Mahila Mandalula Samakhya 

Member 
( Health professional / Women Welfare ) . 
The Commissioner , Health & Family Welfare , Member -Convener 
Andhra Pradesh 
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The term of the office of nominated members of State Level Advisory 
Committee shall be ( 3 ) years . 


The Commissioner Health & Family Welfare , Andhra Pradesh shall take 
further action accordingly . 

ANIL KUMAR SINGHAL , 
Principal Secretary to Government . 
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